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REGISTERED TRADEMARK - MoC (Eswatini) 


210 Serial number 220 Application date 
MD/D/1/855137 January 19, 2005 

111 Registration number 151 Registration date 
1855137 January 19, 2005 

551 Kind of mark 180 Expiry date 
Individual January 19, 2015 

550 Type of mark 

Undefined 


511 Nice classification - NCL 
1, 5,9, 10, 42, 44 


540 Reproduction of the mark 


cobas 


541 Reproduction of the mark where the mark is represented in standard characters 


cobas 
NAMES AND ADDRESSES 
730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 740 NAME AND ADDRESS OF THE REPRESENTATIVE 
Name - Name 
Roche Diagnostics GmbH F. Hoffmann-La Roche AG Trademark Departement 
Address - Address 
Sandhofer Straße 116 68305 Mannheim CH-4070 Basel 
Country - Country 
Germany Switzerland 
CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 
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1 
chemical, biochemical and biological products for use in industry, science, photography, agriculture, horticulture and forestry « in vitro diagnostic agents (except for medical and 
veterinary purposes) * control solutions and control reagents for use on scientific apparatus and instruments 

5 
pharmaceutical and veterinary products « in vitro diagnostic agents, reagents, solutions and test strips for medical and veterinary purposes 

9 
scientific instruments and apparatus * laboratory instruments for use in research, science, industry, agriculture, horticulture and forestry including accessories thereof (included 
in this class) + dispensers for laboratory instruments * disposable articles for laboratory instruments « vessels, capillary tubes, cartridges, pipettes and containers + computer 
software and computer hardware for medical, veterinary and diagnostic purposes « electronic publications saved on data carriers for medical, veterinary and diagnostic 
purposes 

10 
surgical, medical and veterinary instruments and apparatus « laboratory apparatus and instruments for diagnostic purposes including accessories therefor (included in this 
class) 

42 
scientific and technological services and research and design relating thereto + industrial analysis and research services « scientific consultancy for establishment of a pcr 
laboratory + services of a database, namely computerized file management in the scientific, research, medical, veterinary and diagnostic fields * design and development of 
computer hardware and computer software « research and design relating thereto + medical, veterinary and diagnostic research 

44 
medical, veterinary and diagnostic services as well as diagnostic analysis and consultancy in the field of diagnostic medicine 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL (7) 


27.05.01 

Letters presenting a special form of writing 
29.01.12 

Two predominant colours 


RELATED MARKS 


832 DESIGNATION(S) UNDER THE MADRID PROTOCOL 


- IP office of authority 
wo 

- Number 

855137 


IP OFFICE - MoC (Eswatini) 


- Official status 

Active 

- Status date 

January 19, 2005 
Country of filing 

Eswatini 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
en 
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